Platform 

Manufacturer 

Model Number 

Laboratory ID 

Serial Number 

Fundina Source 

e„ GC/MS/MS 

Agilent 

5775/7000 

E 

123456789 

CDC PHEP Grant 


Folk OIG PRR 101025 



Platform 

Manufacturer 

Model Number 

Laboratory ID 

Serial Number 

Fundina Source 







i.e., GC/MS/MS 

Agilent 

5775/7000 

£ 

123456789 

CDC PHEP Grant 

GC/MS 

Agilent 

5975 

E 

US10020005 

? 

GC/MS 

Agilent 

5973N 

E 

US82330134 

? 

GC/MS 

Agilent 

5973 

B 

US82311418 

? 

GC 

Agilent 

7890 

B 

CN11151075 

? 

GC 

Agilent 

7890 

B 

CN10710038 

? 

GC 

Agilent 

6890 

A 

US00025684 

? 

FTIR 

Perkin-Elmer 

Spectrum 100 


77664 

? 


Folk OIG PRR 101026 




Platform 

Manufacturer 

Model Number 

Laboratory ID 

Serial Number 

Fundina Source 

e„ GC/MS/MS 

Agilent 

5775/7000 

E 

123456789 

CDC PHEP Grant 


Folk OIG PRR 101027 



Platform 

Manufacturer 

Model Number 

Laboratory ID 

Serial Number 

Fundina Source 

e„ GC/MS/MS 

Agilent 

5775/7000 

E 

123456789 

CDC PHEP Grant 


Folk OIG PRR 101028 



